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ABSTRACT 


The generation of synthetic fuel (gasoline and/or jet 
fuel), using a nuclear power plant as a source of heat and 
electricity, from hydrogen (obtained by decomposition of 
(sea)water) and carbon dioxide (obtained by absorptive 
stripping Of seawater) is examined for use both as a com- 
mercial alternative to coal conversion or petroleum, and 
as a means of providing all of the fuel and energy re- 
quirements for a nuclear powered aircraft carrier. 

High-Temperature Gas-cooled Reactors (HTGR's) in gen- 
eral, and a Westinghouse version of a Very High Temperature 
Reactor (VHTR), in particular, are identified as being po- 
tentially advantageous for both commercial and shipboard 
installations. A synthetic fuel generation plant which con- 
sumes off-peak energy to maintain base loading of a nuclear- 
electric utility appears to be an economically viable al- 
ternative to coal conversion, producing jet fuel at an 
estimated cost of about 40 ¢/gallon. This mode of opera- 
tion, however, could only satisfy something less than 10% 
of projected U.S. transportation needs. 

Synthetic fuel generation plants for nuclear powered 
alrcraft carriers are shown to be conceptually feasible in 
that reactors installed for propulsion purposes can pro- 
Vide enough surplus energy to synthesize respectable in- 
ventories of jet fuels. However, these installations are 
not currently justifiable on economics alone: projected 
On-board jet fuel costs are about twice that obtainable by 
coal conversion. The weight and volume impact of the syn- 
thetic fuel plant are discussed qualitatively, and are 
identified as a major area requiring further study. Also 
noted are technological improvements, most of which are 
the objective of current R £ D programs in the energy 
field, which would improve the prospects for successful 
application of this concept. 
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Chapter 1 


INTRODUCTION 


1,1 Foreword 

Present sources of fuels for transportation needs are 
being rapidly depleted. The time is approaching when the 
fossil fuels which we are using today will no longer be 
avallable at acceptable prices. However, combination of 
nuclear power plants with synthetic fuel generation plants 
can provide a reliable source of hydrocarbon fuels for the 
Zuture. 

While the long term prospects for such technology are 
good, in the near term it is likely that only specialty 
applications will prove attractive. Just as submarine 
nuclear propulsion promoted an accelerated pressurized water 
reactor development, the initial motivation for process dev- 
elopment must come from applications which will benefit 
most. One such application in the nuclear synthetic fuel 
area involves addition of a synthetic fuel generation plant 
to a nuclear powered aircraft carrier to satisfy its need 
for aviation fuel. This stratagem greatly improves its 
reliability and military effectiveness. Hence the purpose 
of this thesis will be to evaluate the shipboard nuclear 
synthetic fuel process to determine whether it can be cur- 
rently justified as the lead application of the new 


technology. 





10 
1,2 Background 


Coal conversion processes are being advanced to prov- 
ide an alternate source of hydrocarbon fuels as petroleum 
and natural gas supplies are depleted. This will result 
in increased damage to the environment due to strip mining, 
coal conversion residue, and the burning of coal and its 
products. While it may be necessary in the short term, a 
more promising alternative for the long term may well be 
the use of nuclear energy to provide for our fuel needs. 

In any event coal conversion is of interest to present ob- 
jectives for two reasons: it will serve as the most likely 
source of competition to establish a breakeven price for 
synfuel; and some of the chemistry and chemical engineering 
involved in fuel synthesis and modification will be the 
same for all synfuel processes, 

To fully achieve the maximum benefits of this nuclear 
synfuel concept, it will be necessary to use a nuclear power 
plant as a source of thermal and electrical energy to op- 
erate a synthetic fuel generation plant using the basic 
raw materials hydrogen (from water) and carbon dioxide 
(from air or water) to produce hydrocarbon fuels such as 
gasoline or jet fuel. Ref. (S2) gives a brief but thorough 
look at the mechanics and economics. It is hoped that 
eventually fusion reactors will be available to provide a 
non-polluting total energy system. Ref. (S4) has a thorough 


analysis of methanol production utilizing fusion power. 





T 


[ethic Meantime fission reactors are Capable of satisfying 
system power source requirements Sen less environmental 
detriment than will be achieved by coal conversion 
processes, 

This system has features which are particularly at- 
tractive for shipboard use, A nuclear powered aircraft 
carrier, when not operating at full power, could be made 
Capable of providing all the fuel needed for its aircraft 
and possibly for non-nuclear propelled escort ships as well. 
This would allow an all-nuclear task force to travel at 
high speed to get to a given station, and then operate 
independently for long periods of time. The need for sep- 
arate fuel logistics support would be ended. Only provis- 
ions and munitions would require occasional replenishment, 
The effectiveness of the carrier would be significantly 
improved. It is also inevitable that a time will event- 
ually come when conventional fossil or fossil-derived fuels 
for aircraft are more expensive than nuclear-generated syn- 
Ber, even if no Credit is taken for these operational 
benefits. 

Another possible adaptation is to place modular nuclear- 
powered process plants on ships such as oilers, so that the 
fuel for non-nuclear ships, or any other use, could be pro- 
vided wherever it was needed. It would then be difficult 
for another nation to deny us the means of supplying our 


own fuel needs, 
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The cost of synthesizing fuel in this manner is dif- 
ficult to determine, since there is no Complete system 
(and just as important, no full-scale system) in operation. 
As demand diverges more from supply, it is expected that 
fuel synthesis will eventually be economically competitive 
with conventional sources. As this time approaches, the 
incentive to build such pilot plants, and eventual product- 
units, will increase. In the interim it is possible 
to piece together a reasonably complete picture of this 
operation, in a non-optimized form, by examining proven 
processes such as the synthesis of methanol from carbon 


dioxide or carbon monoxide and hydrogen. 


feo Outline 

It is the purpose of the present work to conduct a 
feasibility study of a synthetic fuel generation plant 
combined with a nuclear power plant as a source of energy. 
Mi pursuit of this goal, Chapter or into the fuel re- 
quirements of the transportation industry, with consideration 
given to the alternate fuels which may be suitable. Em- 
phasis is placed on the current fuel requirements of U.S. 
aircraft. Chapter 3 deals with the applicable fuel syn- 
thesis processes for the fuels under consideration: gaso- 
line and jet fuel. In Chapter 4 the nuclear power plant 
and process plant are sized to meet suitable nominal cap- 


acities, and consideration is given to how they interact 
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mem one another, or, in the case of the aircraft carrier, 
with other shipboard systems. Chapter 5 contains an econ- 
omic analysis which estimates the actual delivered cost 
per gallon of fuel. Finally, Chapter 6 summarizes the 


results, and makes recommendations based on them. 
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Chapter 2 


TRANSPORTATION FUELS 


mee introduction 

Transportation vehicles such as aircraft, small ships, 
automobiles, and trucks require compact propulsion systems 
and easy fueling methods in order to maintain their mobil- 
ity. They are not suitable for nuclear propulsion systems, 
but require some form of chemical energy and a mechanical 
conversion device. Some transportation systems, such as 
trains and buses, can use fixed electrical power transmiss- 
10n systems--given a sufficiently large capital investment, 
and accepting a corresponding degradation in mobility. 

Some buses and automobiles can operate on batteries, but 
with either limited range or with a large capital invest- 
ment penalty when interchangeable battery packs are used. 
Hence, in general, it appears that most transportation 
systems will continue to require some form of liquid chem- 
meal fuel. 

The natural sources of chemical fuels, in particular 
petroleum, are in increasing demand, while production is 
nearing its peak level and discovery of new deposits appears 
to have already. gone into decline. Hence it is appropriate 
to look at the alternative fuels available, the requirements 
for all fuels in the future, and the propulsive devices 


that will be available to utilize the fuels. 
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2.2 Propulsive Devices 


There are a number of fuels which are suitable for 
general transportation use, including gasoline, diesel oil, 
Kerosene, methanol, and hydrogen. Most surface transport- 
ation uses gasoline-consuming engines. They also benefit 
from “commercial inertia": due to the extensive capital 
investment involved, the economy would have to bear a 
severe financial burden during conversion of present sys- 
tems to another fuel. Gasoline engines are characterized 
by high fuel consumption, high maintenance costs, and high 
pollutant levels. They do, however, have the advantages 
of using a fuel which is easily handled and stored and 
which has a high energy content, both on a mass and on a 
memmme basis (Table 2.1). In addition high power can be 
achieved in relatively small units, 

Most trucks, buses, and ships use diesel engines. 
Recently there has been an increased interest in diesel 
engines in automobiles as more stringent exhaust emission 
standards are imposed, and fuel economy standards are about 
to be imposed. The 1978 model year should mark the first 
year of use for diesel units in American automobiles as a 
factory option. Diesel units are characterized by high 
specific weight (mass per unit horsepower), clanging noises 
when idling, unpleasant exhaust odors, low acceleration, 


and difficulty in meeting NO, emission standards, They do 





Fuel 
Methanol 
Gasoline 
‚JP-4 
JP-5 


Hydrogen 
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Tablet 


ENERGY PROPERTIES OF SELECTED FUELS 


Mass Basis Volume Basis 
one Heating Value Heating Value 
(ieee) DAA be) (btu/ft3) 

49.7 8050 429,900 
23,8 19,060 834,800 
48.4 18,400 890,600 
50.9 1229300 932,300 
4.43 51,590 225,500 





N 
have the advantages of using a fuel which is easily handled 
and stored, and can be varied over the range of kerosene- 
mee fuels to Utilize distillate, diesel oil, or JP-5. In 
addition, they have low specific fuel consumption, low main- 
memence costs, and can be built over a wide range of sizes 
from less than 100 to over 20,000 horsepower. Combined 
systems utilizing waste heat from the cooling jacket have 
een Constructed to improve the overall efficiency (C3). 

Marine steam plants are generally used in applications 
where high power is necessary. They are characterized by 
low specific weight, low maintenance costs, and high relia- 
gtt are less efficient than diesels to operate and 
require more personnel to operate. They will operate on 
somewhat lower grade heavy fuels such as distillate fuel, 
since combustion is by unconfined burning (C3). 

Gas turbine engines are used on aircraft and some ships. 
They generally operate on a kerosene-base fuel such as JP-5, 
we Can also be made to operate on distillate or diesel oil. 
They have the advantages of low specific weight, easy hand- 
ling and storage of fuel, ease of removal for maintenance, 
rapid response time, and adaptability for remote control. 
ney suffer from high specific fuel consumption (although 
combined steam-gas turbine cycles are being used to lower 
meyyereaquire additional Separate maintenance facilities, 


and have relatively short operating time between overhauls. 
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For aviation use there are presently no suitable alter- 
mives to the gas turbine engine, which provides a 
reliable, compact unit. 

As mentioned previously, there is also the possibility 
of electric propulsion. A fixed electrical transmission 
system, (replaceable) batteries, or possibly fuel cells 
(with storage and weight problems) could be utilized. 
These devices are considered to have limited usefulness to 
the transportation industry as a whole due to the severe 
restrictions on mobility. 

With suitable combustors, hydrogen could be used as 
a fuel for the gas turbine and internal combustion engine. 
The most difficult problem is how to carry the necessary 
fuel due to the low heating value on a volume basis (Table 
2.1), aS will be discussed later. Methanol is a possible 
fuel for the automobile engine, but also suffers from 


volume and weight problems, as will be discussed further. 


2.3 Alternative Fuels 

As indicated in the previous section, gasoline, diesel 
er, and aviation fuels are chemical fuels which are most 
in demand by the transportation industry. Their current 
availability and cost are tied fairly closely to the 
existing fossil-fuel refining industry. Two alternative 


fuels which have a variety of possible sources (as discussed 
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further in Chapter 3) are hydrogen and methanol. 

Methanol can be used directiy as a fuel, or it can 
be mixed with gasoline. It has a heating value, both on 
menses and on a volume basis, that is about half that for 
Meeotane (Table 2.1). Hence it requires about twice as 
much fuel to be carried in order to travel the same dis- 
tance. It would require a special carburetion system to 
be used alone with the internal combustion engine. Com- 
bustion products are mostly carbon dioxide and water, 
resulting in very low levels of pollutants. When used 
in mixtures up to 30% methanol with gasoline, no special 
Mevices are needed, while the methanol raises the octane 
meng of the fuel such that anti-knock additives are not 
needed, efficiency is improved, and pollutant levels are 
reduced. Methanol has a major disadvantage in that its 
affinity for water requires that special steps be taken 
to keep it dry. Transportation charges would be high on 
an energy basis since twice the volume/mass must be shipped 
to do the same amount of work. There are a number of 
studies on the advantages of changing to a methanol vice 
gasoline economy, but the capital investment in gasoline 
engines tends to make any such changes unlikely, unless 
the change is somehow legislated (K1,L1,R1,S1,Y1,K3). 

Hydrogen is another potential fuel which shows more 


promise than even methanol due to the ease of production. 
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It is also used as a primary chemical feedstock in the 
production of other fuels (such as methanol during liq- 
Beraction of coal),. Hydrogen has a very high heating value 
on a mass basis, but a low heating value on a volume basis 
since 1t exists as a gas except at very low temperature 
Wable 2.1). There has been a surge of interest in hyd- 
rogen as a low-polluting source of energy (V1). Since it 
Can be produced by the electrolysis of water, it is looked 
upon with favor by solar power advocates as a complementary 
energy Carrier. 

A study has been made of the potential for liquid 
hydrogen fueled aircraft (B4). Because of the large vol- 
ume of fuel that is needed, radical changes are needed in 
@Gurrent design of aircraft. Although the weight of the 
fuel is lower than for JP-5 or other jet fuel, the increased 
volume creates increased drag or reduced payload. Despite 
the design problems, hydrogen offers potential advantages 
in improved aircraft performance, reduced noise, reduced 
pollution, and eventually lower fuel costs coupled with 
more widespread availability as petroleum supplies are 
depleted. 

Although the aircraft industry expects that aircraft 
fuel needs will surpass those of the passenger automobile 
in the next 30 years (Figure 2.1), the emphasis has not 


been on how to find alternate fuels or aircraft propulsors, 





zu 
but rather on how to get other energy users such as power 
plants, industrial processes, and the automobile to convert 
to other fuels such as methanol and coal while reserving 


most of the valuable hydrocarbon fuel for aviation use (Pl). 


2.4 Jet Fuel Specifications 


Jet fuel specifications are formulated to be suffic- 
lently rigid to ensure the safety of an aircraft's opera- 
tion. If the engine on an automobile malfunctions or 
catches fire, it is generally easy to stop and correct the 
problem or at least get away from the hazard., If a ship 
propulsion system malfunctions or catches fire, it may be 
possible to keep operating while correcting the problem, 
and it is usually possible to get away from the hazard if 
necessary., When an aircraft malfunctions, it is usually 
meeessary to land before full corrective action can be 
taken. Thus preventive measures must be taken by estab- 
lishing fuel specifications and quality control standards. 
For military aircraft there is also a special need for 
Stability of fuel under anti-aircraft fire. For use by 
shipboard-based aircraft and gas turbine propulsion, fire 
safety 1s of utmost importance. 

There are three basic grades of military jet fuels: 
wide cut, high flash point, and kerosene. Only the first 


two are Currently in use in the United States. Their 
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properties are as follows: 


l."Wide cut fuels--the majority of land based 
military aircraft use wide cut fuel because of 
its potential maximum availability in times of 
emergency. Wide cut fuel also has excellent 

low temperature properties which are of advant- 
age for military operations. The major except- 
ion is the United Kingdom who now operate most 
of their military aircraft on kerosene. Speci- 
fication MIL-T-5624 (Grade JP-4) is used as a 
basis for the majority of national wide cut fuel 
specifications and the term JP-4 has become syn- 
onymous with this type of fuel. Within the 

NATO structure several nations have their own 
specifications which are basically the same as 
MIL-T-5624 (G1)," 


2."High flash point fuels--to satisfy shipboard 

safety regulations a high flash point (140°F(60°C)), 

low freeze point kerosene is specified for turbine 
powered aircraft onboard ships. As with the wide 

Freue ehe U.S. military specification is the 

basis for other national specifications (Gl)." 

JP-4 is Currently being used by the U.S. Air Force, 
while JP-5 is being used for the U.S. Navy. JP-4 has a 
higher fraction of volatiles, allowing a higher production 
yield, while JP-5 is primarily made up of the heavier 
paraffins, with a smaller fraction of volatiles and a 
generally smaller yield in production due to use of the 
less-avallable hydrocarbons. It can be expected that the 
Force, due to the need for additional protection against 
Atl -alrcraft attack, will have to find an alternate fuel 
With better flammability characteristics (Table 2.2), such 


as JP-5 or JP-8. A much more available substitute would 


be diesel fuel, which does have a high ignition temperature. 





Fuel 


BEA 


JP-8 


=> 


Tabre 2.2 
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RESULTS OF LIQUID-PHASE FUEL GUNFIRE TESTS (B5) 


Bash Point (°F) 
O 
110 


140 


No. of Tests 
61 
47 


44 


% Sustained Fires 
Fee T, 
Ar 


0.0 
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For low temperature conditions, fuel tank heaters would 

be a possible solution for extended high altitude flight, 
Considering the higher freezing point of the less volatile 
Mels (12). 

In consideration of the fact that the Navy uses JP-5 
exclusively for its carrier aircraft and for some ship 
propulsion, plus the special interest in applications for 
U.S. Navy use in the present work, subsequent development 
of a synthetic fuel generation plant will be focused on 
production of a JP-5 grade jet fuel for shipboard use. 

The yield of JP-5 is usually only 25% that of JP-4, but in 
a synthetic fuel generating process the products can be 
controlled sufficiently that an adequate yield can be 


obtained, 


2.5 Fuel Supply and Demand 


When the industrial revolution began over two hundred 
years ago, few envisioned that the day might come when the 
revolution might run out of energy. Water wheels and wood 
were the first energy sources used. Gradually coal was 
adopted as the preferred fuel to drive the engines and 
provide the energy for growth. In the late 1800's, as the 
first practical automobiles were being developed, petroleum 
gained favor as a convenient fuel, and gradually displaced 
coal as the primary energy supply. Using this cheap, easy- 


29 obtain fuel, world-wide industry in general and U.S. 





2) 
industry in particular continued to grow exponentially 
through the first three quarters of the twentieth century. 

The high standard of living in the United States has 
not come without cost. With only about 6% of the world 
population, the United States, until about 10-15 years ago, 
was consuming over half of the world's oil production 
manure 2.2), although this is in part due to the major 
MENO: the U.S. in supplying industrial products for the 
rest of the world, a role which requires considerable energy 
put. 

Most reliable sources (B4,C2,M4,M5) project a sharp 
drop in oil production in the near future, as present re- 
sources are depleted faster than new oil fields are found 
and developed. Figures 2.2, 2.3, and 2,4 show world pro- 
duction peaking in the time span 1990 to 2060. A recent 
Mr eport (02) projects that world petroleum production 
will peak between 1980 and 1985, as current resource est- 
imates indicate that previous predictions of total world 
Oil reserves were too optimistic. United States domestic 
Oil production has already fallen below the peak levels of 
1969-1970, although the impact of the Alaska pipeline will 
weenie Slow the decline in production level. 

The exact year when production of oil peaks should not 
BEE ar Ts Ver BASS shown in Figs. 2.1, 2.2, and 2,5, the 
demand for fuels is steadily increasing. The OPEC oil em- 


Dargo of 1973 forced a temporary drop in demand, but users 
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Zur re neecanada- total 315 billion barrels, 
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billion barrels. 

SUS Canada, Middie East, U.S.S.R., 

China--total 1445 barrels. 


and 


50 : 
4 Total world ultimate crude 011 resource-- 
ADO mon barrels. 
/ 
Zä 
/, 
40 N 
d 
9) 1 
A 
30 y 
0 
hy 
20 
(Se 
0 3 — A 
1910 1950 1990 2030 2070 
YEAR 


WORLD CRUDE OIL RESOURCES (M5) 


cure 





Y) 

= H 

= 

D 

E 

H 

Y) 

S 

u 3 

2 & WORLD FOSSIL 
2 3 FUEL_RESERVES 
Bun 

mo 2 226 x 10°® Bru 
© O 

kl ed 

E — 

5 18 om 
= / 59 X 10 BTU 
O 

MG 

a | 

3 eso” BT 
f1] 

A 


1960 19980 2000 2020 2040 2060 2060 2100 
CALENDAR YEAR 


Figure 2,4 


28 





2, 





200 
Extrapolation of 1960-1973 Trend 
= 150 
w Reduced Growth Outlook + 
S + Energy Savings 
4 
z 2 Current Projection 
S a of Energy Demand 
A 
“4 
+O 100 
2 
E 0 
iQ 
H 
am 
Om 
(x) 
E 
HH 50 
ed 
~ 
er 
= 
O 
1960 65 70 75 80 85 


YEAR 


OECD ENERGY DEMAND (C2) 
(Excluding Australia and New Zealand) 


Pigure 2.5 





30 


Will continue to compete for the fuels they need to operate 
currently installed energy systems. When fuels become even 
less available, growth becomes stifled, fuel prices escal- 
ate rapidly under seller's market conditions, and the 
economies of user nations are shaken. 

While the need for energy conservation is obvious, it 
should also be apparent that the shortages can only be 
postponed. In order to meet the projected energy require- 
Memes Of Figs. 2.1 or 2.5, alternate fuel supplies are nec- 
essary. Coal conversion is the most likely candidate to 
meer short term domestic needs, since the United States, 
unlike many other industrialized nations, has extensive 
Goal reserves. Use of nuclear fission energy to synthesize 
fuels is another attractive alternative. Fusion power and 
solar energy offer the only currently envisioned alternat- 
ives which are capable of providing for our needs when all 
reasonably-priced fossil fuels and fissionable materials 


are exhausted, 
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Chapter 3 


SYNTHETIC FUEL PRODUCTION 


Introduction 

Petroleum production in the United States has dropped 
from peak levels. World petroleum production is expected 
Ber sch its peak in the next 5 to 25 years, while demand 
for petroleum products continues to climb (B4,C2,M4,M5). 
Other sources for hydrocarbon fuels and industrial feed 
materials must be developed in order to supplant petroleum 
and meet expected demand as present supplies are depleted. 

United States energy policy dictates an increased re- 
liance on coal and coal conversion processes to meet our 
energy needs. While the need for this is recognized, it 
also is important to understand that coal mining, convers- 
ion, and combustion will further degrade our already pol- 
luted environment. 

There is another track which can be followed with far 
less impact on the environment. While nuclear power cannot 
Satisfy all our energy requirements, it can be used to meet 
the need for all chemical fuels. A synthetic fuel gener- 
ation plant which uses a nuclear power plant (either fission 
OF fusion) as a source of heat and electricity can convert 
basic raw materials into hydrocarbon fuels (B2,B3,01,P2, 


Ee Z57).  Imndeed energy can serve as a "raw material" 
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for the production of many ersatz chemicals of commerce. 
The processes of concern in this report involve combining 
hydrogen (from water) and carbon dioxide (from air or 


water) to produce methanol or jet fuel. 


3.2 Methanol Production 
3.2.l Methanol: Uses and Properties 

Methanol is often referred to as methyl alcohol or wood 
alcohol, and has the chemical formula CH,0H. Methanol is 
a Satisfactory fuel for many applications and burns cleanly 
to yield carbon dioxide and water. Since it has the dis- 
advantage of low energy content both on a mass and on a 
volume basis (Table 2.1), and requires engine carburetion 
modifications except when mixed with gasoline, the main 
interest in methanol here is as an intermediate step in the 
production of other substances such as gasoline or as feed 
Brock in Other chemical processes (S1,Y1). 

References (R1) and (L1) present arguments for con- 
verting from a gasoline-based to a methanol-based economy. 
There is also interest in methanol as a way to utilize the 
natural gas which is currently being flared at some oil 
melds, by installing plants which convert methane to 
methanol. Thus it would be possible to utilize convent- 
ional tankers for shipping instead of requiring special 


liquefaction plants and special purpose LNG carriers. 
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Since most oil and natural gas fields are in remote areas 
which have little economic value once the natural resources 
are depleted, at least in the Middle East, and both methane 
liquefaction and methanol conversion plants require a large 
Capital investment, it is understandable that the owners 
or governments involved are not currently prepared to ad- 
vance the needed capital (L2). A recent ERDA report (El), 
while not available at the time of this writing, should 
provide additional information on the methanol change-over 
question and problems. 

Methanol can be produced from many sources: petroleum, 
eoal, Shale oil, natural gas, refuse materials, wood, and 
from such baSic raw materials as hydrogen and carbon dioxide 
Or Carbon monoxide. For present purposes, the synthesis 
of methanol from hydrogen and carbon dioxide is the pro- 
cess of concern (Figure 3.1); generation of these two feed 


streams is discussed in the following sections. 


ffe Hydrogen Production 


Hydrogen is of increasing importance in coal liquefac- 
tion, as a feed material for various Chemical process in- 
AMStries, as a fuel for special propulsion engines for 
space flight, and as a potential non-polluting alternative 
fuel for general use. Although it has a very high energy 


on a mass basis, 1t has a low energy on a volume basis 
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(Table 2.1) since it exists as a gas except at extremely 
low temperature (33.3%K). Hydrogen liquefaction, while 
dell established on a commercial basis, is not convenient 
for transportation applications. It appears that the most 
promising adaptation for transportation is by using metal 
hydrides as a storage device, but the method is still 
under development. In such a form it may well serve as 

a very useful energy source as long as the weight of the 
storage tank itself is not too great. Hydrogen will be 
Considered here only as a feed material for synthesizing 
conventional hydrocarbon fuels, although it is important 
to recognize the long term prospect for hydrogen itself 

as a fuel since this will help motivate work on complement- 
ary applications (such as thermal decomposition of water). 
Reference (M4) expands further on the future prospects for 
hydrogen. 

The hydrogen utilized in the synthetic fuel generation 
process under consideration here is obtained by the de- 
composition of water (which may be seawater), as shown 
ErzReaction 1 of Table 3.1. This process may involve one 
Or more of the following decomposition methods: electrol- 
ysis, thermal decomposition, chemical decomposition, and 
radiological decomposition. Only the first three processes 
are currently of significance, although research may lead 


to more effective use of all the methods of decomposition. 
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Tables: 


CHEMICAL REACTIONS 


24,0 —> 2H, + 0, 


3H, d CO, 77 CH,„OH i H,O 


DCH OH ——> (CH, ) + nH.O 


3nH, E ncO, ——> (CH, ) t 2nH,0 


XCH OH => CH 


A ) 
3 e ZzH-O + misc. 


1.94 2 


SUH- t uco ~> (CH 


E + mi 
> > wH_O misc., 


en 2 
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Decomposition of water requires a substantial energy input 
fe? kwhr/1b H, at 100% efficiency) and is the most ex- 
pensive step in the fuel synthesis process, 

Currently available commercial electrolysis units 
achieve only 60 to 70% efficiency, requiring energy inputs 
mame. to 24.5 kwhr(e)/1b H,. It is expected that improved 
versions will allow 80 to 90% efficiency to be obtained on 
a commercial basis. Approaches which achieve the largest 
reduction in the electrical energy requirements, such as 
by using combined decomposition methods, will result in 
Pre Lowest overall cost of product fuel, since electrical 
energy is the most inefficient. For aircraft carrier ap- 
plications, this is particularly important, due to the 
need for installation of additional electrical generators 
and/or D.C. converters. These generators and/or converters 
represent a large investment in space, weight, and expense 
which no ship can easily afford to give up. Ships designed 
to utilize electric drive propulsion may be able to realize 
a significant advantage over conventional shaft-driven units 
by transferring some of the electrical load from the pro- 
pulsion motor to the electrolytic production systems, 
without requiring any additional generators. 

One reason electrolysis is so costly is that the thermal- 
to-electric conversion efficiency of the power plant pro- 


Viding electricity is low (usually 30 to 40%). By oper- 
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ating electrolysis units at elevated temperatures, the 
overall efficiency can be improved, because the thermal 
energy provides some of the energy required for decomp- 
Osition. ‘The temperatures available from nuclear reactors 
are ultimately limited by restrictions on allowable fuel 
temperatures. For Light Water Reactors, temperatures are 
normally Kept under 600°F because of the additional need 
to maintain acceptably low system presSures and to avoid 
heat transfer problems (burnout). Some special reactor 
types, such as liquid-metal-cooled (LMFBR) or high-temper- 
ature-gas-cooled (HTGR) reactors, are able to operate at 
higher temperatures, giving hope for the eventual use of 
thermal water-decomposition processes, 

Thermal decomposition alone is impractical at currently 
avallable process temperatures, but thermo-chemical pro- 
cesses can be used to make the process proceed more easily. 
Usually several reaction steps are involved, and thermal 
moe electrical energy are an input at given steps. For 
the most part, multi-step thermo-chemical processes have 
not been tested in full-scale operation. Currently a 
great deal of effort is being spent on finding improved 
methods for generating hydrogen to justify shifting toa 
hydrogen economy (E2,F3,F4,M2-M4,V1,W1). 

Westinghouse has proposed a thermo-chemo-electrical 


Cle for production of hydrogen (and byproduct oxygen) 
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which is integrated with a Very-High-Temperature-Reactor 
(VHTR), an HTGR type of design developed from nuclear 
rocket engine (NERVA) studies which provides the desirable 
high process temperatures. The chosen cycle is based on 
sulfur dioxide and is shown in Figure 3.2 (F2). The reac- 
tor is designed to provide process heat at 1700°F (maximum) 
which allows use of chemical reactions which require high 
temperature to go to completion. Hydrogen generation by 
this process is expected to allow a thermal efficiency 
in excess of 50% in the production of hydrogen, which 
compares with overall efficencies of 20 to 25% when a 
PWR and electrolysis unit are used to generate hydrogen, 
Since the efficiency of the cell must be multiplied by 
the efficiency of the power unit. 

Economical production of hydrogen requires advance- 
ments in the following areas: (1) improved efficiency of 
electrolysis units, (2) reduced requirements for electrical 
energy by uSing thermal energy, and (3) improved efficiency 
of the power plant which is providing electricity. It is 
also likely that hydrogen production could be used to main- 
tain base loading during off-peak demand periods to lower 
the cost of central station power. Since electrolysis 
Can proceed at nearly constant efficiency over a range of 
25 to 100% (approximately) of capacity, and is energy 
rather than Capital intensive, it is a good choice as an 


alternative use of off-peak power. 
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Figure 3.2 


HYDROGEN GENERATION WITH NUCLEAR PLANT INTERACTION (F2) 
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[2,2 Carbon Dioxide Production 

As a consequence of various manufacturing processes 
and of burning hydrocarbon fuels, carbon dioxide levels 
have steadily built up in the atmosphere, since natural 
removal processes (such as photosynthesis) have been un- 
able to keep pace with production. The long term effect 
of these higher carbon dioxide levels is predicted to re- 
sult in more heating of the atmosphere by the sun, result- 
ing in a gradual increase in temperature, and eventual 
Changes in global weather patterns (R3). 

The synthetic fuel generation method proposed here 
would use environmentally available carbon dioxide and 
help to alleviate the unbalance, in effect trading off 


gaseous wastes (CO SO,» NO, ) for the nuclear waste of 


>? 
the power plant. Carbon dioxide concentrations in sea- 
water are in equilibrium with the air. Carbon dioxide 

is available as a component of air, from solution in 

water, or from solid materials such as limestone. A thor- 
ough analysis (S4) of the various methods of obtaining 
Carbon dioxide for methanol synthesis indicated that the 
most economically attractive process using available state- 
of-the-art technology was found to be absorptive stripping 
of carbon dioxide from seawater. They chose the next 


more expensive process, absorptive stripping of CO, from 


Ar by K,CO, solution, as the recommended method so that 
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the nuclear powered methanol plant could be sited anywhere 
instead of being immediately adjacent to a large body of 
water, Due to the focus of the present work on use 

aboard ship, the removal of carbon dioxide from seawater 
was selected as the preferred alternative. While waste 
heat is used to remove carbon dioxide from solution, there 


are pumping requirements of 0.26 kwhr(e)/1b CO_ (S4). It 


2 
was also assumed that 75% of the bicarbonates and carbon- 
ates dissolved in seawater are also stripped along with 

the dissolved carbon dioxide at the stripping temperature 


of 100°C; 240 1b of seawater would then be required to 


@etain 1 1b of carbon dioxide. 


3.2.4 Methanol Synthesis 


The process for methanol synthesis is well tested, 
The overall reaction process is shown in Reaction 2 of 
Table 3.1. Carbon dioxide and hydrogen are compressed, 
at a cost of 0.1 kwhr(e)/lb Methanol (S4), then passed 
Over a Catalyst under pressure (270 atmospheres and 300°C 
over ZnO or 50 atmospheres and 350°C over CuO), and finally 
passed through a highly selective molecular sieve to 
remove the water. Analyses of this process have been 
Senaucted using a fission reactor (B1,S2) or a fusion reac- 
Bor (B2,P2,P3,54,55) as a primary source of power (Fig, 3.1). 


There is need for further research to develop catalysts 
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Wen are more active and are more selective for the end 
product. Lack of petroleum during World War II led Germany 
to use Fischer-Tropsch synthesis to make methanol for its 
fuel needs, but the catalysts used were not as effective, 
Only government control of imports and gasoline prices 
allows South Africa, which has very limited petroleum but 
Meee Coal deposits, to economically produce synthetic oil 
from coal at its SASOL plant today. With the emphasis on 
energy alternatives in the United States, new research is 
being conducted on catalytic reactions (C2,H1,K2). Although 
aimed at use in coal liquefaction, the research may make 
methanol synthesis from hydrogen and carbon dioxide an 


Pen better alternative. 


3.3 Gasoline Production 
3.3.1 Synthesis from Methanol 

Under contract to ERDA, Mobil Oil Corporation has de- 
veloped a zeolite catalyst and molecular sieve which con- 
verts methanol to a mixture of hydrocarbons from which a 
90% yield by weight (based on CH, ) of gasoline is possible, 
and from which the remainder (as a gaseous product) can be 
drawn off to be used as liquefied petroleum gas (LPG). A 
Stot: plant is now being built to test this operation on 
larger scale (M1,V2-4). 


Gasoline is a mixture of long chain molecules with a 
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nominal Composition (CH,) ReaeGtion sor Table 3.1. shows 
the basic process for gasoline synthesis from methanol. 
Mem estimates a production cost of approximately 5 cents 
per galion of gasoline, with 2.4 gallons of Methanol being 
required on a stoichiometric basis for every gallon of gas- 
Oline produced. The economic feasibility of the process 
Mac unction of the cost of producing the methanol feed 
chemical. Since methanol currently has a higher cost per 
memenergy than gasoline, it would not appear to be a cost 
effective process. But when methanol and gasoline are no 
longer being produced from petroleum, the costs will change. 
If methanol is produced ona large scale basis, the cost 
will drop, since it is currently used primarily as a feed 


chemical for special processes. 


3.3.2 Synthesis from Hydrogen and Carbon Dioxide 


According to Longwell (L2), the process described in 
the preceeding section, being a two-step process, has built- 
mamnerriciency. if the end product desired is gasoline, 
then the catalyst should be designed to take the original 
feed materials, hydrogen and carbon dioxide, and combine 
them in a one-step process. The catalyst will very likely 
be the same as presently used in the two-step process, but 
the: resultant yield should be higher, capital costs are 
lower (only one synthesizer unit), and operating expenses 


would be lower (only 1 catalyst). The basic one-step 
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process is shown in Reaction 4 of Table 3.1, and by follow- 
ing the dashed lines in Figure 3,1, This is posed as a 
contemporary challenge to the catalyst expert. Expected 
ylelds can only be estimated at this point, but this is 
the process that would be expected to lead to a synthetic 
fuel generating plant that is more economical and easier 
to operate and maintain. It would be time-consuming, 
operationally Complex, and wasteful of both weight and 
space to maintain two catalytic synthesizers where one 
might suffice. 

In the case of a shipboard installation, the LPG is 
not marketable, so it would have to be either burned or 
vented overboard. The one-step process would make for 
more favorable economics by minimizing this potential waste 
of hydrocarbon and energy. Catalysis experts recognize 
the need for fundamental research to help in satisfying 


our energy requirements (H1). 


3.4 Jet Fuel Production 
3.4.1 Synthesis from Methanol 

In the same manner aS gasoline is synthesized from 
methanol, it should also be possible to design a catalyst 
which favors the production of JP-5. JP-5 is hydrogen- 
poor compared to gasoline, and has a nominal composition 
CH, 94 although it consists of a variety of hydrocarbons 


with a higher percentage of paraffins and a resultant 





46 
higher freezing point and flash temperature. Once again, 
fundamental catalysis research is needed to select the 
catalyst and structure which is best at producing a high 
yield of JP-5. An exact relationship cannot be shown, but 
Reaction 5 of Table 3.1 and Figure 3.1 show the Basie pro- 


Gess. 


3.4.2 Synthesis from Hydrogen and Carbon Dioxide 


As was the case for gasoline synthesis, it is expected 
that a more efficient process for production of JP-5 will 
be the one-step process shown by the dashed lines of Figure 
3.1 and Reaction 6 of Table 3.2. Hydrogen and carbon 
dioxide can be combined over a suitable catalyst to pro- 


duce a sufficiently high yield of JP-5. 


3.5 Other Uses for Synthesis Processes 


3.5.l Coal Conversion 

The Fischer-Tropsch synthesis of methanol from hydro- 
gen and carbon dioxide has direct application to coal liq- 
uefact ion. Combination of hydrogen and carbon monoxide in 
somewhat different ratios will produce the same end products 
as when carbon dioxide and hyrogen are used, using the same 
Gatalytic conditions, although product yields can be ex- 
pected to be somewhat lower. 

The most frequent coal conversion method starts with 


steam reformation of coal, according to the following 
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meaction: C+ H,0( steam) ——> CO + H, (synthesis gas) . 
For methanol synthesis, the Fischer-Tropsch reaction pro- 
ceeds as follows: CO + 2H cp OH OH . Additional hydro- 
gen is required to supplement that produced from hydro- 
Cracking coal. It 1S more 1ikely that innovations in 
catalysis engineering will come as a result of coal lique- 
faction techniques, since there is more on-going develop- 
ment in that area, so that the synthesis of fuel from hy- 
drogen and carbon dioxide will most likely get its start 
from a process developed for coal conversion (C4,Hl,K2). 


Methods of recovery and expected avallability of coal in 


ee United States can be found in Reference (Ni). 


3.5.2 Natural Gas Conversion 

Natural gas reserves in the United States, while sub- 
stantial, are already over-committed for current domestic 
use, Natural gas is a byproduct of petroleum production 
but is mostly burned (flared) at the well because of the 
Mmieercolties involved in transporting it. The natural 
gas, unless used for domestic purposes, must either be 
liquefied or converted by some means to a liquid. The 
Capital cost of a liquefaction plant is high, the LNG 
Carriers are expensive to build, and long trade routes 
are discouraged due to the rapid boiloff and necessary 
venting of LNG. Since natural gas iS primarily composed 


of methane (CH, ); Ehewpossibility of converting it to 
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methanol is being considered, since it could then be car- 
ried by conventional tankers. The question of whether 
any type of plant will be built is dependent on the will- 
ingness of the producer nations to make large capital in- 
Meeements in the vicinity of their petroleum fields, which 
are generally in remote locations. A study has been made 
on the feasibility of liquefaction plants for Saudi Arabia 
(58), but indications are that nothing may be built, For 
nations which have no petroleum reserves, but have natural 
gas resources, Fischer-Tropsch synthesis would allow them 
to synthesize methanol and gasoline for their own uses, 
Mer eactions of concern are: CH, + H,O——>CO +t 3H and 


4 2 2 


eo + 2H» CH 0H (Sur). 


3.5.3 Biochemical Energy 


Another limited application of Fischer-Tropsch syn- 
thesis is for obtaining energy from conversion of biological 
wastes to usable gases. A major product of this process 
is methane, so 1t is adaptable to the same process as 


in the previous section on natural gas conversion. 


3.6 Added Benefits 
Pwo. ! Oxygen Production 

During the decomposition of water to generate hydro- 
gen, oxygen is available as a co-product. It has many of 


the same handling problems as hydrogen; for example, the 
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requirement for cryogenic facilities for liquefaction. 
Since oxygen is needed to support a number of chemical 
processes, it is a marketable commodity which can be cred- 
Sato reduce the cost of producing fuel. An aircraft 
Carrier needs its own oxygen plant to remove oxygen from 
ebesaır for air crew needs during high altitude flying or 
other pressurized flights. The space, weight, and person- 
nel could be available for the synthetic fuel plant, 


since it will provide the necessary oxygen, 


3.6.2 Environmental 

fie wconcepe Of utilizing müclear power plants as the 
source of heat and energy for synthetic fuel generation 
will require a substantial increase in the number of nuc- 
lear plant installations that are contemplated. Supplying 
all of the U.S.'s estimated transportation needs of 2 x ow. 
BTU/year would take an estimated 1456 1000MW(e) PWR's fully 
dedicated to producing gasoline (90% capacity factor, 8000 
barrels/day) (S2), which should be viewed in the light 
of plans for only 200 power reactors in operation by 
1985 for electrical power needs. 

The projected impact of increased radioactive wastes, 
when isolated by adequate geological disposal, is consid- 
ered to have less net environmental impact than will re- 


AE Aron COal mining, Conversion, and combustion. The 


mining practices themselves are fairly similar in hazard 
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of mining operations, but approximately 100 e of coal 
must be mined to provide the same energy as 1 Bee or 
uranium ore. In addition to the damage done by strip 
mining, one-third (approximately) of the input coal to 
a conversion plant is burned, contributing to proportion- 
ately more atmospheric pollution. There is a substantial 
amount of waste material which needs to be disposed of 
meen any coal burning plant, Approximately 10 tons of 
ash and 10 tons of limestone sludge (for SO, removal) 
result from burning 100 tons of coal. Assuming radioactive 
waste can be safely handled, it is much less detrimental 
to the environment than the coal-related practices eval- 
mated in Reference (N1) (D1,U2), 

Pmemaisccussed Carlier in Section 3.2.3, burning of 
hydrocarbon fuels increases the carbon dioxide levels in 
the atmosphere (R3). If all fuels were synthetically 
produced ing nuclear energy, a closed cycle would result, 
and carbon dioxide levels would stabilize until natural 
devices (e,g. plants, oceanic absorption) were able to 
once again reduce carbon dioxide levels, 

If fusion reactors become available, the radioactive 
waste problem would, for all practical purposes, no longer 
exist, and there would be a nearly inexhaustible source 
Of fuel (limited only by lithium resources for deuterium- 


Eritiıum fusion devices). Synthetic fuel generating plants 
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could provide fuel for all other energy needs which could 
not be supplied by electricity. The remaining environ- 
mental problem, which is an irremedial problem with all 
power plants and manufacturing processes, will be how to 


dispose of the waste heat. 
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Chapter 4 


MUC EES TE ROWERED SYNTHETIC FUEL PLANTS 


introduction 

The need for developing a synthetic fuel generating 
capability has been recognized by a number of people. Dr. 
Thomas Reed (R2) of MIT's Lincoln Laboratories first intro- 
duced the author to the concept of placing a synthetic fuel 
generating plant onboard a nuclear powered aircraft carrier. 
He presented some basic calculations on mass and energy 
Plow, and called attention to the work of Steinberg (B1,B3, 
S3-S7) and his associates at Brookhaven National Labora- 
tory on fusion-powered methanol synthesis plants, as well 
aS, most recently, methanol and gasoline synthesis using 
nuclear fission power (S2), with recognition of the suit- 
ability of the process for producing jet fuel Onboard an 
aircraft carrier in order to provide for the needs of the 
aircraft. The author is also familiar with the work of 
Farbman and his associates (F1-4,J1,T1,W1) at Westinghouse 
Astronuclear Laboratory concerning two very high temp- 
erature reactor (VHTR) designs with special features 
considered to be particularly valuable to the applications 
of this paper. The concepts advanced by these three groups 
provide promise for a satisfactory operational system. 

Current light water reactor designs cannot make as 


good use of the synthetic fuel generation process as 
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systems having a higher temperature capability. Since 
PWR's are presently, and may remain, the only approved 
nuclear power source for U.S. naval vessels, they must be 
given due consideration to determine the limits of appli- 
Gability of this system. 

It should also be recognized that, in order for the 
U.S. Navy to look favorably upon plans for installation 
of any such total energy system aboard a new aircraft car- 
rier, it would want to see an operating prototype that 
would clearly show the advantages of the system, to deter- 
mine the military value of an aircraft carrier with its 
inherent mission capabilities. It is also just as likely 
that no such land prototype would be built in the near 
future unless the U.S. Navy sponsored such a demonstra- 
tion, It is not intended here to come up with a blueprint 
fOr an Optimized design, but rather to sketch a series of 
potential designs which are realizable with near term 
commercial technology. 

The ultimate need for the system is almost self- 
evident. Even if nothing specific is done along these 
lines, the spin-off from other work in progress should im- 
prove the prospects for ultimate application of this ora 
related system package. It is left to the potential user 
to decide at what point the technical prospects are suffic- 
lently bright, and breakeven fuel costs high enough, to 


justify commitment to the pilot plant stage. 
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4.2 Light Water Reactors 

All present U.S. Naval Reactors are of the pressurized 
Water reactor (PWR) type. The PWR also represents a sig- 
nificant fraction of all central station power reactors 
currently Operable, under construction, or on order: 
67% of U.S. reactors and 55% of all reactors world-wide 
(N3). Light water reactors (pressurized or boiling water 
reactors) comprise over 98% of all U.S. units and 80% world- 
wide: the boiling water reactor (BWR), however, is less 
suitable for shipboard use. Hence for the purposes of 
this study, PWR's will be analyzed whenever a conventional 
reactor 1s under consideration. 

Water as a coolant and moderator has the advantages 
of being inexpensive and readily available, as well as 
having a low level of long-lived activation. Water does 
have the disadvantage of requiring high pressures to remain 
in the liquid state at plant operating temperatures. Be- 
Cause of this, and because of temperature limits on fuel 
and clad materials, PWR secondary steam plant temperatures 
should be expected to remain below about 550°F (and the 
corresponding saturation pressures). Hence neither land- 
based nor marine PWR's provide thermal conditions which 
Pemba aid greatly in production of hydrogen (T2). 

The thermal efficiency of central station PWR's is 


about 30 to 35%. For naval reactors, thermal efficiency 
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should be closer to 25%, as they have a simpler steam 
plant design and are designed for operability over a wide 
range of speeds, rather than for optimum economic opera- 
tion under base load conditions. In the present work, 
32% efficiency will be assumed for a commercial PWR, and 


25% efficiency will be assumed for a naval PWR. 


4.3 High Temperature Reactors 
4.3.1 Fission Reactors 

There are two major types of fission reactors which 
are of importance to this discussion: liquid-metal-cooled 
and gas-cooled. Both are capable of attaining high temp- 
eratures for process applications, operate at relatively 
low pressures, and are capable of 40 to 45% thermal 
Seeereiency (T2). 

Liquid-metal-(sodium)-cooled reactors are currently 
being developed for breeder (LMFBR) use. Coolant exit 
temperatures from the core on the order of 1000%F are 
planned (fuel reprocessing and LMFBR development, however, 
meme been given low priority in the U.S. of late.). 

A sodium cooled reactor with a conventional secondary 
steam plant was initially installed on the U.S. submarine 
Seawolf. It was later replaced with a conventional PWR 
due in part to superheater failure during sea trials and, 


perhaps more importantly, due to the perception of its 
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higher level of inherent hazards relative to those of the 
PWR in the highly successful Nautilus: liquid metals react 
with water to release thermal energy, form caustic solu- 
tions, and liberate hydrogen, which is explosively flammable 
in air; sodium activation (Na-24) limits post-shutdown ac- 
cessibility; and special trace heating techniques must be 
utilized to maintain the coolant ina liquid state. Hence 
liquid-metal-cooled reactors are not considered desirable 
for Shipboard use. They are of interest for terrestrial 
use, but will not be considered further in this study, as 
gas-cooled reactors offer a more desirable alternative. 
High-temperature-gas-cooled reactors (HTGR's) have a 
number of significant inherent advantages over other reac- 
tor designs, although U.S. development of this reactor type 
has recently been curtailed. Process temperatures of 
1500 to 2000°F (compared to about 1200°F maximum for liquid- 
metal-cooled reactors) are possible. The coolant employed 
Mean inert gas (helium), and the moderator is graphite, 
both of which have properties favorable to high temper- 
ature operation. In the U.S., General Atomic has promoted 
central station HTGR development, while in Europe a pebble 
bed design is under development by the Germans.(T2). Westing- 
house has used the technology developed in its NERVA nuc- 
lear rocket engine program to design a special HTGR, the 


very high temperature reactor, which has particular 
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advantages for the present applications, 

Two variations of the very-high-temperature reactor 
(VHTR) have been explored: (1) a nuclear heat source for 
process heat applications (Figures 4.1 and 4.2) which is 
Capable of providing temperatures of 1600 to 2000 F, and 
(2) a light weight nuclear powerplant (LWNP) which provides 
a low specific weight power plant which utilizes super- 
conducting generators and motors (for electric drive) and 
is intended for naval applications such as the high speed 
surface effect ship (SES) which requires high power and 
low weight for successful operation (F1-4,J1,T1,W1). The 
LWNP is shown in Figure 4.3. 

A VHTR design suitable for combined propulsion/synfuel 
applications might take advantage of both concepts. A 
compact, low specific weight plant is always desirable for 
naval reactor use, Since propulsive power is provided by 
electric drive, no separate generators would be needed for 
electrolysis of water. Even more important is the availa- 
bility of high temperatures which allow the use of the 
thermo-chemical cycle shown in Figure 3.2, minimizing the 
electrical requirements (less than 15% of that for electrol- 
ysis alone) and thereby reducing the energy required for 
decomposition. The cryogenic plant required to sustain 
superconductivity can also be used to cool the oxygen 


obtained during the process for shipboard use, In addition 
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a considerable savings in weight and space is possible. 
A thermal efficiency of 42% will be assumed for the com- 
mercial VHTR process plant, while the marine version, with 
a combined propulsion/process unit, will be assumed to 


have a thermal efficiency of 35%. 


AZ. Fusion Reactors 

A promising energy source for the future lies in fus- 
ion power. The necessary fuels, deuterium and lithium 
(for tritium breeding) are expected to be sufficient to 
provide for world energy needs for thousands of years. 
However the engineering requirements for design and control 
are not presently known with any certainty. Moreover, it 
1S unlikely that there will be any power plants of this 
type operational before the year 2000 (R4). Thus estimates 
Of the cost of fusion power have little meaning. The po- 
tential advantages with respect to synthetic fuel genera- 
tion have been thoroughly studied (B2,P2-3,S3-5). Not 
only does the fusion reactor have the potential for pro- 
viding the high temperatures needed for thermal decomposi- 
tion, but other reactions, such as radiological decomposi- 
tion, may also improve the efficiency of the hydrogen 
generation process. Due to the lack of suitable or 
relevant data, analysis of a fusion-powered synthetic fuel 


generation plant will not be considered further here. 
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4,4 Sizing and Configuration of Combined Plant 


Ber Aircraft Carrier Plant 

Due to the sensitive nature of naval nuclear power 
plant characteristics, it will be necessary to generate 
unclassified values of certain characteristics such as 
the installed reactor power aboard a nuclear powered air- 
Eerast Carrier. One would expect the actual figures to be 
reasonably close, and the results of this analysis can be 
Beschiy corrected by substituting in the correct values. 

Pest 1f 15 necessary to determine what size of fuel 
synthesis unit is desirable for installation on an aircraft 
Carrier. The Nimitz Class aircraft carrier is designed to 
Beery 11,172 tons of JP-5, approximately 3.68 million gal- 
Brand this value will be used for the reference carrier 
(C5). For moderate levels of combat operations, it has 
been estimated that the Nimitz could operate for 387 hours, 
Mie flying sorties 12 hours per day, before requiring 
replenishment for JP-5 while retaining enough fuel for two 
more days of operations (S9). This allows a JP-5 usage 
rate Of 203,000 gallons per day to be calculated for the 
aircraft carrier. A fuel synthesis capacity of 100,000 
gallons per day, giving a net usage rate of 103,000 GPD, 
Was selected as the desired plant rating. This would 
allow the aircraft carrier to continue sorties for a total 


of 809 hours with a 2 day supply remaining, thus more than 
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doubling the length of time that the carrier could con- 
duct independent operations, This assumes, however, that 
the fuel carrying capabilities remain the same. It also 
is expected that there will be a tendency to utilize fuel 
at a higher rate to take advantage of the increased op- 
Sonal flexibility that the fuel synthesis plant can 
provide, 

monly quoted figures (M6) estimate that the U.S.S. 
Enterprise (CVN-65) can attain a top speed of about 35kts 
meme 230,000 SHP. The figures on the Nimitz class are 
Perkts at 260,000 SHP, but based on sea trials the reac- 
tor rating has been increased so that the 2 A4W reactors 
have the same total power as the 8 A2W reactors on Enter- 
prise, and the SHP limits have also been raised somewhat. 
Although it is not anticipated that the synthetic fuel 
generation plant will be used as a retrofit on existing 
ships, the plant characteristics of the Enterprise will be 
assumed as suitable for a new carrier design. With an as- 
sumed thermal efficiency of 25%, 835 MW(th) is available 
fOr propulsion use, Assuming that ship hotel loads are 
taking 10% of the capacity, total reactor power is esti- 
mated to be 930 MW(th). 

Ship powering requirements are such that propulsive 
power iS approximately proportional to the cube of the 
ship's speed. Thus if the ship travels at an average of 


half of maximum speed, it is utilizing only one-eighth of 
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the avallable propulsive power, leaving 730MW(th) avail- 
able for use to synthesize JP-5. By designing the synfuel 
plant for these conditions, the plant will be capable of 
operating at full capacity at all speeds up to 17.5 kts. 

Calculations will be made for two types of propulsion 
plant configurations; (1) a typical naval PWR with a 
Borna electrolysis unit, and (2) a VHTR utilizing a sulfur- 
cycle decomposition unit and superconducting electric pro- 
pulsion. The efficiency of the electrolysis unit is 90%, 
as 1S projected for large-scale commercial units. Thus 
Moms KWwhr(e)/1lb H, is required for electrolytic decomposi- 
tion of water. A net thermal efficiency of 50% is assumed 
m the sulfur-cycle decdmposition. Additional require- 


ments for both plants are: 0,26 kwhr(e)/1b CO, as pumping 


2 


meaquirements for CO, stripping (S4) and 0.1 kwhr(e)/1b 


2 
methanol for compression of hydrogen and carbon dioxide 

in the synthesis unit (S2). Due to an expected 90% 

yield of JP-5 with respect to gasoline, and since 2.4 gallons 
of methanol are required to produce 1 gallon of gasoline 
mea stoichiometric basis (M1), it is estimated that 2.7 
gallons of methanol are required to produce 1 gallon of 
JP-5. The VHTR is assumed to have the same thermal power 
rating as the PWR, allowing more thermal power to be used 


fer fuel synthesis. In actual practice, a unit might be 


installed with a lower thermal power rating. 
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Comparison of the two reactor scenarios is shown in 
Table 4,1. There are indications of a clear advantage 
for the VHTR over the PWR as a power source, since it 
can produce more than twice as much fuel when the same 
thermal power is being provided for propulsion and syn- 
thesis. Based on the claims of its proponents, there are 
considerable savings avallable in both weight and space 
by using a VHTR. 

It should be noted, however, that current Naval 
Reactors leadership has expressed dissatisfaction with 
the Westinghouse VHTR design, although the reasons are 
metwavallable to the general public, Thus some or all 
of the projected advantages may not materialize, particu- 
farıy since no reactor of this type has ever been built, 
nor has the sulfur-cycle decomposition process been demon- 
strated ina pilot plant to assess its efficiency in 
producing hydrogen. 

In order to utilize conventional PWR's to supply 
synthetic JP-5 onboard a nuclear-powered aircraft carrier, 
it will be necessary or desirable to: (1) increase rated 
core thermal power, (2) improve power plant cycle effic- 
lency, and (3) develop new methods for water decomposition 
which are energy efficient at the temperatures available 


from a PWR, 
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Table 4.1 


SONES NOE IWNOSEUEL SYNTRES LS SCENARIOS 


FOR A NUCLEAR AIRCRAFT CARRIER 





PWR VHTR 
Ship speed--knots 1725 es 
Piemt thermal efficiency 25% 35% 
Reactor power less hotel 835 835 
loads--MW(th) 
Hy generation needs-- 219,2* 98.9** 
kwhr(th)/gal JP-5 
CO5 generation needs-- 23,36% 18, 53% 
kwhr(th)/gal JP-5 
Gas compression-- Faz: Dal 
kwhr(th)/gal JP-5 
Total synfuel energy-- 252202 I 
kwhr(th)/gal JP-5 
Fuel synthesis capacity 69,500 149,100 


--gal JP-5/day 


Mtn EDEN Of electrical energy 


** in form of electrical and thermal energy 
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4.4.2 Commercial Plants 

For commercial plant applications, a comparison will 
again be made between the PWR and the VHTR. The VHTR does 
not offer significant advantages compared to other HTGR 
designs for commercial use, since compact size and low 
weight are not a problem area, aithough Westinghouse indi- 
cates that higher process temperatures should be available 
from the VHTR due to the fuel bead design. The German 
pebble bed design HTGR appears to be equally capable, and an 
operating prototype has been constructed. Hence this vers- 
ion of the HTGR should be considered as the leading con- 
tender. The Japanese are also working on a high temperature 
HTGR design. Thus the term VHTR should be considered as 
a general designation rather than being confined to a pro- 
prietary design. For central station units, efficiencies 
of 32% for the PWR and 42% for the VHTR will be utilized. 

The Nuclear Regulatory Commission currently restricts 
Melear reactors to a°maximum of 3800 MW(th), although 
Pets have been designed up to a 10,000 MW(th) rating. 
A nominal rating of 2000 MW(th) was chosen for purposes 
Srethe present analysis to provide plant sizes of the same 
Ber as other studies (S2). The capacity of the fuel 
Pymenesis unit is directiy proportional to the size of 
the reactor, so adjustments are readily made to determine 


Moe size for different reactor power ratings. 
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Two different modes of operation will be considered 
for commercial units: (1) the nuclear-powered synthetic 
fuel generation plant is dedicated entirely to production 
of fuel and does not provide electricity except for its 
own needs, and (2) the synthesis unit operates on a vary- 
ing load basis during off-peak power conditions in con- 
junction with a nuclear-electric generating plant to main- 
tain base loading on the reactor. The following assump- 
tions will be made for off-peak power operations: the 
utility grid is all-nuclear, the synthesis plant utilizes 
75% of the available power when the hydrogen generator is 
operating at full capacity, and the capacity of the synthes- 
unit is established with the hydrogen generator operating 
at 50% of maximum (by use of a gas storage facility). 

Since a commercial installation is able to take ad- 
Vantage of co-products such as LPG from fuel synthesis 
by selling them as a byproduct, their energy value can 
be credited to the JP-5 production. The calculations 
will reflect this adjustment by assuming that the JP-5 
yield is 100% that of gasoline. Thus it will be assumed 
that 2.4 gallons of methanol are needed to produce 1 gallon 
ef JP-5. Actual production figures would not be 100% 
JP-5. 

A comparison of the two fuel synthesis scenarios is 
shown in Table 4.2 for both dedicated plant and off-peak 


operations. Since the VHTR produces about 70% more fuel 
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Table 2,2 
COMPARISON OF TWO FUEL SYNTHESIS SCENARIOS 


EOR COMMERCIAL APPLICATION 


PWR VHTR or HTGR 
Plant thermal efficiency 32% 42% 
Reactor power--MW(th) 2000 2000 
H2 generation needs-- Te E 
kwhr(th)/gal JP-5 
Bepegeneration needs-- 720% SO > 
kwhr(th)/gal JP-5 
Gas compression-- ee ae 
kwhr(th)/gal JP-5 
Total synfuel energy-- 173.0- POD os = 
hie ( th)/gal JP-5 
Dedicated plant fuel 274; 300 155,350 
synthesis capacity-- 
gal JP-5/day 
Off-peak plant fuel 1027850 170,950 


synthesis capacity-- 
gal JP-5/day 


* in form of electrical energy 


** in form of electrical and thermal energy 
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than the PWR for equal thermal power ratings, it would 
take considerably fewer reactors to provide for the fuel 
needs of the transportation sector, Assuming that it was 
decided that we would build as many 3800 MW(th) dedicated 
plants (with an 80% capacity factor) as are necessary to 
supply projected U.S. transportation energy requirements 
OE 2 x 107° BTU/yr, we would need 635 VHTR's or 1055 PWR's, 
On the basis of this analysis, the VHTR has a clear 
advantage Over the PWR as a source of power for a synthetic 
fuel generating plant. The economic distinctions between 


er =Evo will be considered in the next chapter of this 


paper. 


4,5 Shipboard Impact 


Items which involve significant weight or volume 
changes are important in assessing the impact of installing 
components on a ship. After specifying the areas of con- 
cern, an attempt will be made to determine how well the 
systems fit onboard ship as well as any recommendations 
which will improve the adaptability. 

The volume displaced by the carbon dioxide stripping 
units is one significant area for concern. An analysis 
of the means of obtaining carbon dioxide gives an estimate 
of the size of the unit and the seawater flow rates that 


are required (Sal, A shore installation is estimated to 
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require 30 seawater stripping/absorption towers, each 140 
feet in diameter and 22 feet high, for a methanol synthesis 
Monte producing 21,700 BBL/day (corresponds to 337,555 gal- 
lons JP-5/day). This gives a space requirement of about 
3,000,000 Kee for a 100,000 GPD (gallons JP-5/day) unit, 
which is nearly an order of magnitude larger than the 
492,000 DS alloted for JP-5 tanks. For a 100,000 GPD unit, 
a seawater flow rate of about 385,500 EE would be need- 
ed. Since the stripping unit functions in a manner similar 
to a deaerating feed tank, another estimate can be developed 
by a reasonable transit time for a unit volume of seawater 
to be heated, have co, and dissolved carbonates and bicar- 
bonates removed, and be discharged overboard. Using a 15 
minute stay time, considered by the author to be conserva- 
tive, a stripping/absorption tank volume of 144,500 Er is 
obtained by considering that about two-thirds of the volume 
would be taken up by seawater. At a density about equal 
to that of seawater for the unit, it 1s estimated to weigh 
4130 tons. 

The electrolysis unit is another area for concern. A 
5 MW(e), 5000 1b, 3ft diameter by 6 ft electrolyzer escal- 
ates to a 16,400 cae €/l ton unit at a cari Clty Of 100,000 
GPD (V1). As no sulfur-cycle plant has yet been built, it 


is hypothesized that 10 times the volume of the equivalent 


electrolyzer would be required (due in part to the greater 
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number of steps involved), as well as 10 times the weight. 
In comparison, the electrolyzer would take up a volume 
equivalent to only about 3% of the JP-5 carried, while 
the sulfur-cycle unit would (on the basis of an an admit- 
tedly rough estimate) take up a volume equivalent to about 
33% of the JP-5 capacity: a very large impact. 

The other major item which impacts significantly on 
the ship is the requirement for an additional 182 MW(e) of 
electrical generation capability. Since the LWNP is de- 
Signed for electric drive propulsion, it does not require 
additional generators, but rather is able to shift elec- 
trical energy from the propulsion unit to the synthesis 
unit. The electrical needs of the PWR-powered synfuel 
plant provide substantial incentive to use electric propul- 
sion drive there as well. 

Electric drive propulsion has the following advantages: 
(1) less noise generation by the power plant during opera- 
tion because reduction gears are not required, thus making 
detection by sonar less likely, (2) shaft length minimized 
by placing the motor in the aftermost space, just before 
the shaft passes through the skin of the ship, resulting 
in Savings in shaft weight and an increase in reliability 
due to the vulnerability of shaft bearings and reduction 
gears to shock damage, (3) capability of providing large 
amounts of electrical power for emergency use ashore, and 


(4) capability of powering motors from different prime 
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movers. 

Conventional electric drive has the following disad- 
Vantages: (1) greater mechanical energy input to make up 
for resistive losses can inefficiencies in the 
motor and generator, (2) increased volume requirements, 
since a generator takes up approximately the same volume 
as the turbine which is driving it, and the motor would 
require about the same volume as well, and (3) extensive 
Cable runs utilize scarce and costly conductors which are 
subject to possible damage. 

The U,S. Navy is interested in development of super- 
conducting generators and motors for electrical drive pro- 
pulsion. The electrical units can be quite compact due to 
the very low resistance (super-conductivity) exhibited by 
some materials at extremely low temperatures, which allows 
the super-conductor to pass electricity with minimal losses. 
A special cryogenic plant is required to maintain the low 
temperatures needed. These devices are, however, still in 
the development stage, and their operability in a marine 
Or combat environment has yet to be demonstrated. 

The LWNP is designed to take advantage of supercon- 
ducting motors and generators to achieve a compact power 
plant design with low specific weight. Use of supercon- 
ducting generators with a PWR could also be envisioned, to 


Make electric drive a viable alternative. 
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Figure 4.4 indicates a major potential weight and vol- 
ume benefit for VHTR installations. A two reactor plant 
using two 140,000 SHP LWNP units weighs a total of about 
1900 tons (at 15 1b/SHP) compared with two PWR's which 
total about 10,000 tons (at 80 1b/SHP). The difference in 
propulsion plant weight/volume by using the VHTR might pro- 
vide sufficient weight and volume to install the synthesis 
unit without exceeding the weight and volume presently be- 
ing utilized by PWR units, although the specific propul- 
sion plant weight of the VHTR actually installed will be 
higher than that for the LWNP because the process heat re- 
quirements require installation of additional heat exchang- 
ers and piping. 

On the positive side with respect to shipboard impact: 
since oxygen is produced as a co-product along with hydro- 
gen, no oxygen separation plant is needed to supply oxygen 
for flight crew needs. The space and weight normally as- 
signed to such a plant can then be credited to the synthet- 
ic fuel process plant. In addition, it might be desirable 
to shift some fuel volume resources and utilize the space 
to carry additional ordnance, if an adequate level and 
length of independent carrier operations can still be 


supported. 
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Chapter 5 


ECONOMIC ANALYSIS 


introduction 

Economic analyses of the cost of producing synthetic 
fuel using nuclear power are influenced by a number of 
parameters, including capital cost, interest charges, op- 
eration and maintenance costs, fuel cycle costs, and the 
Capacity factors achievable (D1). While nuclear-electric 
generating plants have in the past only achieved capacity 
factors averaging about 60%, by using a synthetic fuel 
plant to achieve a more uniform load, and by increased 
emphasis on reliability, capacity factor can in principle 
be increased to 80 or 90%. Peaking units such as gas tur- 
bines, with their poor fuel economy, would not be needed, 
Ambas bar costs of electricity would be reduced. By op- 
erating the energy intensive hydrogen units at off-peak 
times (together with a diurnal gas storage capability), 
Mme effective cost of energy can be quite low for produc- 
tion of hydrogen, with incremental energy charges (primarily 
miei charges) that may be under 5 mills/kwhr(e) (B1,S2). 

Since the cost of synfuel production is a strong 
function of the thermal and/or electrical energy required, 
and the capital cost of the chemical processing plant is 
independent of the power source, the cost of synthetic 


Fuel can be related to the expected electrical energy cost 
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(mills/kwhr(e)) delivered by a particular power plant. 
Available cost data from References (F4,M1,M7,S2,S4) will 
be utilized where applicable for the purposes of this 
analysis. 

For aircraft carrier installations, since energy cost 
data is not generally available, a cost applicable to small 
land-based civilian units will be used as a basis (M7), 
but the figures will then be doubled to account for some 
of the additional expenses for the special requirements of 
naval nuclear reactors (As suggested in Ref. H2, capital 
costs of naval nuclear propulsion units in the 1960's were 
approximately 2400 $/kw, which are on the order of twice 
that for a comparably-sized civilian unit.). The relative 
difference between the two reactor types will still remain, 
The comparison of interest will be between the fuel syn- 
thesis cost of JP-5 versus the delivered total cost of 
JP-5 from the replenishment ship. Since the average trans- 
portation and handling charges were nearly half of the 
delivered cost for the Navy (U1), the breakeven cost for 
competetive fuel is effectively doubled. 

Since natural petroleum is not considered to be avail- 
able as a reliable source of fuel in the future, compari- 
sons will be made between the cost of nuclear-generated 
synthetic fuel and the projected cost of synthetic fuel 
from coal. All costs will be adjusted to reflect 1977 


dollars, assuming an inflation rate of 6%, 
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5.2 Commercial Plant Economics 

Nuclear-powered synthetic fuel generating plants can 
be built for two uses: shore-based plants which can be 
wed close to the areas which need the fuel, or modular 
units which could be placed on ships or barges to make 
fuel available wherever it is needed. The shore facility 
will be utilized for economic analysis due to the wider 
availability of cost and operational data. 

Estimates of HTGR and PWR total electric rates for 
2000 MW(th) at an 80% capacity factor are 19.68 and 19.02 
miiis/kwhr(e), respectively, in 1985 dollars, yielding 
T35 and 11.93 mills/kwhr(e), respectively, in 1977 dol- 
lars. In the same manner, fuel cycle costs of 3.32 and 
3.11 mil1s/kwhr(e) are estimated for the HTGR and PWR, re- 
spectively, in 1977 dollars. 

The following relationships have been determined (P4) 
parametrically for the cost analysis of the commercial 
meet, and converted to 1977 dollars: 

(1) Capital cost of CO. absorption/stripping equip- 


2 
DO 


ment-- $12,532 x GPD (54) 


(2) Capital cost of synthesizing equipment-- 


0.6 


$25,471 x GPD (S4) 


(3) Capital cost of sulfur-cycle decomposition plant-- 


0:6 


$115,912 x GPD (F4) 
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(4) Capital cost of electrolysis unit-- 

dedicated plant: $56 /kw(e) (S2) 

off-peak plant: $112/kw(e) (S2,M7) 
(5) Capital cost of storage-- 

$232 x GPD (M7) 

(6) Catalyst-- 0.7¢/gallon JP-5 EEN 
(7) Operation and Maintenance-- 


er een 


(S4) 

Fuel costs for the case of off-peak power must now 
be calculated as an incremental energy cost. Since the 
fuel is being burned up at a faster rate than normal, an 
additional charge is added because of additional fueling 
outages. In going from 80% capacity to 100% capacity, it 
is necessary to account for 25% more refueling time during 
a refueling cycle. Assuming refueling time is0,4 year 
AMINO a four year refueling cycle, Ae =0,25 x0,4 Ses 
Dere Ae is the refueling increment and e, SE normal 
charge for central station power. 

Capital costs can now be calculated for the commercial 
plants: PWR, dedicated plant, (1) + (2) + (4) = $167.03M; 
PWR, off-peak plant, (1) + (2) + (4) + (5) = $253.44M; 
ak, dedicated plant, (1) + (2) + (3) = $382.45M; and 
NoE =peak plant, (1) + (2) + (3) + (5) = $334.45M. 

The capital is then distributed over the life of the 


plant, 30 years, at a 10% cost of money, along with the 


power unit. 
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Oxygen is sold as a co-product from the decomposition 

Of water, and is credited to the overall fuel costs at 
$10/ton. The total cost of producing fuel is shown in 
Table 5.1 for the PWR and VHTR during dedicated and off- 
peak power Operations. The dedicated VHTR showed a clear 
Margin Of victory. In consideration of the fact that the 
dedicated VHTR also produces the most fuel, it appears to 
have the greatest competitive potential. Note however 
that the marginal case has been penalized to a certain 
extent by limiting synthesis plant size to that support- 


able by a single reactor. 


5.3 Aircraft Carrier Operations 


An aircraft carrier is designed to accomplish a given 
mission. While conventional financial cost is certainly 
M ortant, it is not nedessarily a decisive factor in any 
decision-making process, There is, moreover, a great deal 
of uncertainty in this analysis due to lack of available 
operational or economic data, but an attempt will instead 
be made to obtain a rough estimate under the given assump- 
mons. In order to estimate the effect on Capacity factor, 
the following levels of ship operations are postulated: 

(1) Carrier without synthetic fuel plant-- 

In port 1/3 of time at 0% power; at sea 2/3 of 
time at 50% (average) power; net 33.3% capacity 


raetor, 
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Table-5,1 


PONMERCTAL JP-> PRODUCTION COST (CENTS PER GALLON) 


PSPC TED OEL ees DEDICATED OPE =r fay 


COST PWR PWR VHTR VHTR 
ENERGY 66.8 19.1 54.6 16.9 
CAPITAL DIN 89,5 * 0,5 ele 
SATALYST Ory, 0:7 D OR 
O&M 102 1095 I 1.3 
OXYGEN Gonz) OA) oz (lOve) 
TOTAL 80.1 100.1 ore 79.3 


* This value is substantially higher than for the dedicated 
plant because of the need to greatly oversize the hydrogen- 
generating unit and to install a one-day's worth storage 
Capacity. In addition the unit productive capacity is much 
lower for the off-peak plants since it has been assumed 
Ehat Only One reactor is available to deliver off-peak 


energy. 
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(2) Carrier with synthetic fuel plant-- 

In port 1/3 of time at 0% power; at sea 2/3 of 
time at 75% (average) power; net 50% capacity 
aetor. 

A refueling situation of a 1,5 year refueling ina 
12 year period of operations will be used to determine 
the impact of the increased fuel usage. Since the capa- 
city was increased by 50%, the following adjustment will 
be made on energy costs, both for a dedicated basis anal- 
ysis and a marginal cost basis: e = 1,5 x 1,5yrs e,’ 

12 yrs | 

The following fuel and energy costs correspond to twice 
that expected for civilian reactors of the same size, but 
the cost is based on two reactors rather than for eight 
memes the case for the Enterprise; total electric rate 
44.92 mills/kwhr(e) for the PWR and 37.32 for the VHTR; 
fuel cycle cost 7.10 mills/kwhr(e) for the PWR and 7.46 
mills/kwhr(e) for the VHTR, 

The following relationships have been determined (P4) 
parametrically for the cost analysis of the aircraft car- 
Mier plant, in 1977 dollars: 

m Capital cost of CO, absorption/stripping equip- 


ORO 


ment-- $13,450 x GPD (S4) 


(2) Capital cost of synthesizing equipment-- 


0,6 


$27,336 x GPD (S4) 
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>) Capital Gost of sulfur-eycle decomposition plant-- 


$124,399 x Gpp?*® (F4) 
©) Capital cost of electrolysis unit-- 
$56 /kw(e) (S2) 
(5) Catalyst-- 0.8¢/gallon JP-5 (54) 
(6) Operation and Maintenance-- 
21.8 ¢/gallon JP-5 x app O*?2D (s4) 


(7) Additional steam plant turbine and electric 

generator--$117,628/MW(e) (F4) 

Capital costs can now be calculated for the two plant 
Mess: PWR, (1) + (2) + (4) + (7) = $62.48M , and VHTR, 
meet (2) + (3) = $209.92M. The capital is discounted 
eer ea 30 year life at 10% interest to determine annual 
costs. 

lime winner of the aircraft carrier competition is 
not clearly seen in the summary of Table 5.2. Marginal 
cost accounting is included because the synthetic fuel 
generation plant, aS an auxiliary service aboard the air- 
Craft carrier, should not have to support the capital 
investment already aboard to enable the ship to accomp- 
lish its military mission. Ona marginal cost basis, 
the PWR holds a Significant advantage over the VHTR. 
ats 1S primarily due to the projected extremely high 
Capital investment for the sulfur-cycle decomposition 


plant, which may well decrease to a much lower 
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Table 5.2 


ATRCRAFT CARRIER JP-5 PRODUCTION COST (CENTS PER GALLON) 


DEDICATED MARGINAL DEDICATED MARGINAL 
BASIS BASIS BASIS BASIS 
COST PWR PWR VHTR VHTR 
ENERGY 336.0 97.8 189.7 61.9 
E ITAL 156.8 156.8 245.6 245.6 
CATALYST 0.8 0.8 0.8 0.8 
05 M 1.8 aS Ge 1.5 








TOTAL 495.4 25102 437.6 0378 
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value upon further analysis. In any case, a VHTR with 
an electrolysis unit would clearly outperform the PWR 
due to its higher thermal efficiency and with no need 
for Capital investment in additional electric generators. 
However, that design was not analyzed because the ultimate cost 
of the thermal decomposition system was expected to be 
much lower, and offers a considerable savings in energy. 

Due to the large number of assumptions which have 
been made during this analysis, the specific results 
are not sufficiently reliable to support any quantitative 
conclusions. However, the methodology utilized here should 
be of value in conducting further analyses when more ac- 


Mate information is available. 


Meeecost of Synthetic Fuel from Coal 


In order to make a fair economic comparison, the cost 
of synthetic fuel from coal will be used to determine any 
cost differential between alternate energy sources, since 
coal will be the most likely primary fossil energy source 
when petroleum resources are exhausted. A reasonable 
basis of prices is on an energy-equivalence basis. It 
has been estimated that synthesis gas can be produced at 
an average cost of $4.64/MBTU (H2). Gasoline costs (K2) run 
about 10% higher normally, and on this basis would result 
in a cost of about 64 cents per gallon of JP-5, on an 


energy-equivalence basis with gasoline, or about $27 per 





86 
barrel. By comparison, the U.S. Navy's fuel cost was about 
$14/BBL in 1975 (U1), with petroleum as the source of sup- 
ply. 

To make a reasonable comparison of fuel costs for naval 
purposes, the cost of storing, handling, transporting, and 
delivering fuel must be added. The estimated cost of 
Eieplying the fuel to an aircraft carrier, or any other 
Meer was about $12/BBL (U1). This corresponds to an incre- 
ment of about 32 cents per gallon which must be added to 
the purchase price. Thus synthetic JP-5 from coal could 
be expected to cost the aircraft carrier 96 cents per 


gallon. 
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Chapter 6 


SUMMARY AND CONCLUSIONS 


6.1 Summary 

The need to develop alternative sources for, and new 
types of fuel for, transportation use is evident. World 
oil production will probably peak in the 1980-1990 time 
frame; U.S. production has already peaked. The economic 
impact on the economies of user nations will be severe un- 
less fuel requirements are reduced, which is difficult, or 
other means are developed to produce needed fuels. Sig- 
nificant shortfalls in oil supply are expected as early as 
1985, according to a recent Central Intelligence Agency 
report (C2). A review of the needs of the transportation 
industry indicates that requirements for gasoline and JP-5 
Will not diminish in the near future, and in fact increas- 
ing usage of both are projected through the end of the 
century. This makes it quite clear that rapid development 
of alternative energy sources is needed, 

A method of producing synthetic hydrocarbon fuels in- 
dependent of the availability of fossil resources is pre- 
sented in Chapter Three of this study. Using nuclear power 
as a source of electrical and thermal energy, together with 
means for removing carbon dioxide from seawater, means of 
decomposition of water to generate hydrogen, and through 


use of catalyzed reactions, the hydrogen and carbon dioxide 
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can be converted into methanol, gasoline, or jet fuel, as 
needed, by Fischer-Tropsch synthesis. 

Many of the reactions which are discussed for fuel 
synthesis could also be adapted for coal liquefaction (or 
vice versa). The first step in coal conversion is usually 
to form synthesis gas by steam reformation of coal (1l.e., 
E O —>CO + HJ). Carbon monoxide and hydrogen can 
be converted to methanol, gasoline, or jet fuel using the 
same catalysts (e.g. CO + 2H5>—>CH,OR), One objection 
to widespread use of coal liquefaction for our future sup- 
ply of hydrocarbon fuels is the considerable damage to the 
environment due to strip mining, conversion and combustion 
residues, and impurities such as the oxides of sulfur, 
which add to atmospheric pollutant levels, or which give 
Meto large amounts of chemical sludge effluent from 
stack gas scrubbers. The volume of mining waste is on the 
order of 100 times that for production of an energy-equiv- 
alent amount of ore for nuclear reactors. While the po- 
tential radiological impact of the nuclear fuel cycle on 
the environment requires assessment, the volume of radio- 
active waste from nuclear reactors is not that substant- 
fat (D2,U2). 

Suitable forms of nuclear powered synthetic fuel gen- 
erating plants were modeled in Chapter Four. Two specific 
nuclear reactor types, the PWR and the VHTR (Very High 


Temperature Reactor developed by Westinghouse) were 
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selected for comparison. The PWR, as the major reactor 
type in use world-wide, has the advantage of available 
technology. The VHTR has the advantages of high thermal 
efficiency, adaptability to high temperature processes 
such as thermal decomposition of water, and easier refuel- 
ing methods, particularly if the German pebble-bed concept 
were adopted. Although the AVR prototype reactor has been 
extremely successful, many aspects of the novel VHTR design 
involve untested technology, with uncertain reliability, 
Sire lency and cost. 

Two applications were analyzed for the two reactor 
types: a shipboard installation for aircraft carrier use 
to generate JP-5 for aircraft fueling requirements (with 
835 MW(th) power available for propulsion and synthetic 
fuel requirements), and a commercial installation using a 
2000 MW(th) reactor plant to produce jet fuel for sale. 
Plant size, however, can be readily scaled to suit the 
needs of the consumer; there may well be incentive to go 
to very large size (10,000 MW(th)) to achieve substantial 
economy of scale for terrestrial application. 

Westinghouse has already done considerable study on 
the applications of the VHTR to thermal process industries. 
Feasibility studies and preliminary arrangement studies 
have been conducted on a VHTR that is completely dedicated 
to the production of hydrogen by thermo-electrical means, 


which is assisted by the multi-step thermo-chemical process 
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shown in Figure 3,2, Until a pilot unit is built, however, 
the energetics and economics of the chemical process can- 
not be known with certainty, as illustrated by difficult- 
ies experienced with previous multi-step processes to 
generate hydrogen (V1). As hydrogen demand increases for 
use as a fuel or feed material, there will be more incent- 
ive to Optimize specific designs for thermo-chemical units. 

The shipboard PWR was found to be capable of support- 
ing a 69,500 GPD (peak) JP-5 synthesis unit (only 70% of 
the design unit capacity), while the VHTR was able to sup- 
port a 149,100 GPD (peak) JP-5 synthesis unit (nearly 50% 
above design capacity). Thus the PWR would probably re- 
quire an increase in reactor rating unless the efficiency 
Meche synthesis unit is significantly improved, 

For commercial operations, the analyses were performed 
assuming energy was being obtained from single reactor 
units of equal thermal power rating. This appeared to be 
particularly appropriate for thermal decomposition pro- 
cesses, where long distance energy transport is impractical, 
although a multiple reactor site could support a larger 
synfuel capacity. Thus off-peak power synthesis units 
Na@econsiderably lower capacities than for dedicated plants 
due to the smaller average thermal power available. This 
had an important impact on the economic evaluation, since 
unit capital cost increases as the unit size is made 


Miller. "The results shown in Table 4,2 indicate that the 
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VHTR can provide the greatest fuel synthesis capacity. 
Mes ize of the synthesis units could be increased if 
electricity were purchased from a large utility grid, but 
in that case it would appear appropriate to include trans- 
mission costs in the marginal cost of energy. 

The analysis of commercial plant economics shows that, 
while the required fuel charges (Table 5.1) are somewhat 
greater than projected costs of synthetic fuel from coal 
(76.2 ¢/gallon (minimum) versus 64¢/gallon), the two are 
at least reasonably close. Off-peak power operations 
should offer significant advantages if the capital cost of 
the decomposition units can be reduced and large capacity 
units are available. Also, coal costs will probably es- 
Calate faster phan nuclear plant or chemical plant costs, 
since there are economic factors at work which motivate 
pricing coal at just below alternative fuel/oil prices. 
Thus the future for nuclear generated synfuel should get 


Brichter,. 


eee) conclusions 

Tt was a major objective of this work to develop a 
non-optimized conceptual design for a nuclear-powered syn- 
thetic fuel generation plant which was sufficiently attract- 
ive for use aboard a nuclear aircraft carrier that it would 


provide the incentive for initiation of a broader-based 


development effort. The economic analyses of the various 
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scenarios, utilizing PWR or VHTR power sources, and dedi- 
cated or off-peak accounting methods indicated: (1) even 
under marginal cost accounting, the cost of JP-5 produced 
on board was more than 2% times the delivered cost of JP-5 
derived from coal, (2) while a commercial VHTR was capable 
memoroaucing much larger quantities of fuel than a PWR 
having the same thermal power rating, synthesis units using 
off-peak power from a single nuclear unit did not demon- 
strate an expected economic advantage, and (3) the price 
of JP-5 from the cheapest commercial unit, the dedicated 
VHTR plant, was still nearly 20% higher than JP-5 derived 
from coal. The projected high capital cost of the sulfur- 
cycle hydrogen generator suggested by Westinghouse for use 
with their VHTR design acted to negate the energy savings 
achieved by use of thermo-chemical hydrogen generation. 
Thus one is led to consider changes in the original con- 
ceptual design. 

It is anticipated that a thermo-electric water decom- 
position method (i.e. high temperature electrolysis) can 
eventually be developed which will provide high efficiency 
EBizreasonable cost (M3,Vl), which can then be used to an 
advantage in the synthetic fuel generation process. Thus 
emphasis, for the near term at least, should be focused 
on electrolysis for the present application, 

As we have just noted, the VHTR was unfairly penalized 


with respect to the PWR due to the projected high capital 
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cost of the sulfur-cycle decomposition unit. To provide 
guidelines for future work, further approximate analyses 
were performed after substituting a conventional electro- 
zer (with no credit taken for any increased efficiency 
due to thermal decomposition) for the sulfur-cycle decom- 
position unit in each of the VHTR plants previously 
analyzed, 

Table 6.1 indicates that, on a marginal cost basis 
wer cost + additional refueling charges), a marine VHTR- 
powered synthetic fuel generating plant (with electrolytic 
generation of hydrogen) may produce JP-5 for a cost of about 
$1.89/gallon, or slightly under twice the (estimated) de- 
livered cost of JP-5 from coal. If suitable low-capital, 
thermo-electrical decomposition units can be developed, 
the synfuel cost could be lower yet. Should this possib- 
meme y eventually materialize, the additional military 
effectiveness given to the aircraft carrier may provide 
sufficient additional incentive to merit more intensive 
meme on this concept. It can only be said here that this 
process is not an unreasonable alternative fuel source. 
The words of Smith and Foster (S9) are particularly 
enlightening in this regard: 

“The possible constraint of resupplying our mobile 

logistic forces Fon Ue controlled bases, or 

even exclusively from continental U.S. bases, em- 

phasizes the importance of combat endurance of our 


carrier forces if required to operate at great 
distances from the U.S. Logistic forces are more 
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TABLE 6.1 


AIRCRAFT CARRIER JP-5 PRODUCTION COST (CENTS PER GALLON) 
(MARINE VHTR WITH ELECTROLYZER VICE SULFUR CYCLE) 


PLANT CHARACTERISTICS 
Reactor power less hotel 835 
Loads--MW (th) 


Hə generation requirements-- 156,6 
kwhr(th)/gallon JP-5 


CO2 generation requirements-- 1803 
kwhr(th)/gallon JP-5 


Gas Compression needs-- 5o 
kwhr(th)/gallon JP-5 


Total synfuel energy-- 130.0 
kwhr(th)/gallon JP-5 


Fuel synthesis capacity-- Kol 30 
gallons JP-5/day 


COST DEDICATED BASIS MARGINAL BASIS 
ENERGY 202 en! 
ESPTTAL 96,4 96.4 
CATALYST Cae O 8 
OS M O Ss 








TOTAL 378:0 189,9 
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vulnerable to enemy action than combatants, re- 

quire escort forces, and thus should be kept to 

a minimum. New aircraft carrier concepts should 

include increased carrier endurance for lower 

life-cycle support requirements in realistic 

combatant environments. Range, mobility, and 

flexibility afforded ships with high combat en- 

durance cannot be neglected in ship character- 

istics ‘trade-offs.* Mobility and flexibility 

are not easily quantified, but their value toa 

Force Commander may mean the difference between 

a successful mission or one not even attempted." 

Table 6.2 indicates a marked improvement in the cost 
of producing JP-5 on a commercial basis by replacing the 
sulfur-cycle unit with an electrolyzer. Since the hydrogen 
generator for the dedicated VHTR operated at full capacity 
While the hydrogen unit for the off-peak VHTR operated at 
an average of half of its maximum, the off-peak VHTR syn- 
fuel plant was much more capital intensive. Hence when 
the electrolyzer was substituted, the cost of fuel froma 
VHTR-powered synthetic fuel generation plant producing 
only fuel drops only about 5%, to 72,4 t/gallon, while the 
cost of fuel from the VHTR-powered, Off-peak, synthetic 
fuel generation plant drops nearly 50%, to 40,6 ¿/gallon. 
While the dedicated plant costs are still about 13% higher 
than those for coal-derived fuel, the off-peak plant costs 
are about 36% lower than those expected for coal-derived 
fuel, and, indeed, can compete with JP-5 derived from oil 
me about 12 $/BBL. 


The analyses of this work present economic evidence 


sufficient to justify development of an optimized design 





TABLE 6,2 


gb 


COMMERCIAL JP-5 PRODUCTION COST (CENTS PER GALLON) 
(VHTR WITH ELECTROLYZER VICE SULFUR CYCLE) 


ment CHARACTERISTIC 


S 


Reactor power--MW(th) 


Hz generation requir 
kwhr(th)/gallon JP-5 


CO2 generation requi 
kwhr(th)/gallon JP-5 


Gas compression need 
kwhr(th)/gallon JP-5 


ements-- 


rements-- 


se= 


Total synfuel energy-- 


kwhr(th)/gallon JP-5 


Dedicated plant fuel 


synthesis 


capacity--gallons JP-5/day 


Off-peak plant fuel 


synthesis 


capacity--gallons JP-5/day 


Cost 
ENERGY 
CAPITAL 
CATALYST 
O&M 
OXYG EN 


FPOTAL 


DEDICATED PLANT 


69,2 
all 


0.7 


ROS 


72.4 


2000 


PIGO 


1336 


ers 


133.4 


399,920 


134,930 


OFP -PEAK PLANT 


20:3 


29,9 


1.4 


CHORD, 
40.6 





S 
for producing synthetic fuel utilizing a VHTR, HTGR, or 
other reactor capable of high thermal efficiency. For 
such information to be available on a timely basis, these 
analyses should be performed in the near future. There 
are technological gaps to bridge, and all nuclear power 
Plants or sizable industrial process plants take a signi- 
ficant (greater than 5 years) amount of time to design, 
license, build, and test. Hence anticipated deployment 
in, say, 15 years, requires current action. 

The number of off-peak power units which could be 
built are not sufficient to meet our needs for hydrocarbon 
fuels. Electrical power only supplies about 10% of our 
demand for energy, therefore it 1s unable to make a large 
dent in our transportation needs of about 50% of the total 
demand. Thus combination of off-peak and dedicated syn- 
thetic fuel generation plants is needed. It may well be 
that the dedicated units cannot compete with gasoline-from- 
coal units, in which case nuclear-generated synfuel will 
remain a minor contributor in the marketplace: supplying 
no more than about 10% of transportation fuels, utilizing 
off-peak plants. 

The prospects for application of synthetic fuel gen- 
eration to naval nuclear power plants are even more diffi- 
cult to evaluate. The need for electric drive propulsion 
appears to be a requirement in this special application. 


The impact of the synthetic fuel generation plant on the 
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limited space and weight available for its inclusion on 
an alrcraft carrier has not been fully determined. It may 
well be that a complete redesign of the ship systems is 


implied. 


6.3 Recommendations 

On the basis of the analyses performed here, as re- 
gards commercial applications, it is recommended that the 
following steps be taken concerning nuclear powered syn- 
thetic fuel generation plants: 

(1) Place greater emphasis (reversing current trends 
in the U.S.) on developing reactors having higher-temper- 
ature capabilities than the PWR, such as the HTGR or LMFBR, 
since they appear to be inherently better suited to the 
task of fuel synthesis regardless of the processes ulti- 
mately selected for use, 

(2) Continue to provide support for funding of hydro- 
gen production research, since hydrogen production methods 
have the greatest impact on the overall costs of the 
process. 

(3) Continue efforts to improve coal conversion tech- 
niques in order to provide an alternative, interim energy 
source, and to provide advanced chemical and/or catalytic 
processes which may be utilized in nuclear powered syn- 
thetic fuel generation processes as well. 


(4) Foster basic catalysis research to enable 
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generation of needed chemicals independent of a particular 
resource, such as petroleum. 

(5) Support a continuing effort to develop and opti- 
mize synthetic fuel generation plant designs. 

As regards applications to naval ship technology, in 
order to provide fuel for aircraft operations on a nuclear 
powered aircraft carrier, the following additional steps 
are recommended concerning synthetic fuel generation: 

(1) Re-evaluate the suitability of the Westinghouse 
LWNP or a suitable modification thereof, for special pur- 
pose shipboard applications. 

(2) Evaluate the use of electric drive propulsion 
for nuclear powered surface ships. 

(3) Carry out an in-depth examination of the carbon 
AmO xide stripping/absorption process to determine a suit- 
able configuration for use at sea with attention given to 
minimizing the space and weight of the unit. Laboratory- 
scale experimentation is also in order at this point. 

(4) Design a modular electrolysis unit which is suit- 
able for installation on naval vessels. 

(5) Perform a more detailed process design of a 
100,000 GPD synfuel unit, including detailed character- 
ization of all major components; perform an overall heat 
balance check on utilization of heat from the endothermic 
chemical reactions, determine the need for regenerative 


heat exchangers in the carbon dioxide stripping process 
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and/or the use of low pressure steam from the propulsion 
plant. Determine the feasibility of dual use of already 
installed propulsion plant components such as main sea- 
water circulating pumps. 

(6) Carry out (probably on a classified basis) an 
analysis of the incentive for equipping an aircraft carrier 
with the increased operational capabilities provided by on- 
board fuel generation in order to provide those at the 
decision-making level with sufficient information to per- 


mit Objective evaluation of this concept. 
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